I, A BORA TORY AND OTHER CONTROL

the acidity will be low, the reverse being the
case with high solids-not-fat content. Low
acidity may also point to the dilution of the
milk with water and provides a rough guide
for this purpose. The acidity test will be cor-
rect in 95 per cent, of cases when dealing with
low-grade milks but a number of high-grade
samples may possibly be rejected by this test.
The simplest method available for the detec-
tion of acidity is by means of acidity indicator
papers which are dipped into the liquid.
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FIG. 226.    "Minit " Sediment Tester.
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FIG. 227.    " Tustmun " Milk
Sediment Tester.    (Open).

By courtesy of Sutherland Thomson <S- Co.
FIG. 228.    " Van Doom. " Laboratory Sediment Tester.
(Electrically driven).